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CKQAHIZATXOT AND PUTTCTICNS 
OFFICE OF THE DEPUTY DIRECTOR (PLANS ) 

Rescission: dated 9 August 195^ 

The Deputy Director (Flans) is responsible for such functions as are 
prescribed by the Director of Central Intelligence* (See organisa- 
tion chart. Figure 1*) 


FOR THE DIRECTOR 0 9 CENTRAL X&EBHJPBBCEt 


SIGNED 

L. K. WHITE 
Deputy Director 
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